Benchmark Project Background 


Vodafone D2 Germany is the second biggest mobile & ADSL service operator, 


with 28.4% market sharing(2013), Germany VF is also the biggest sub-network of 


Vodafone Group. 
Huawel has provided over the past 4 years benchmark assurance service to 


Vodafone, In 2020 and 2021 Vodafone achieved both “Very Good”. 
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Benchmark Test Device performance analysis Support 
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2022 Service Scope Description 
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Pre-benchmark tests log analysis 

(Umlaut and NETCHECk) 

Feature and Parameter Settings Recommendation 
Radio Configuration Consistency Audit and Correction 


1. Support for Data Benchmark stream 
2. Support for Voice Benchmark stream 
3. Advanced 5G Optimization & Support for 5G Strategy Stream 


Hardware + Wireless + Transmission Configuration Audit and 
Correction 


TnT & Core network Optimization Support 


